固件更新 _ 

安装完成后请更新固件.如果不更新固件，《用户指南》 （ PDF ) 中的某些功能可能不可用。 

如何更新固件 

1从爱普生网页 （ http :// www . epson . com . cn ) 下载最新版本的 LFP Remote Panel 2并安装到您 
的计算机上。 

2启动 LFP Remote Panel 2并选择 Firmware Updater 。 

Firmware Updates 

Update the firmware when setup is complete. Some of the functions described in the User’s Guide 
will not be available until the firmware is updated. 

Updating the Firmware 

1 Download the latest version of LFP Remote Panel 2 from the Epson website 
(http://www.epson.com) and install it on your computer. 

2 Start LFP Remote Panel 2 and select Firmware Updater. 

Mises a jour du microloqiciel 

Mettez le micrologiciel a jour lorsque I’installation est terminee. Certaines des fonctions decrites 
dans le Guide ^utilisation ne sont pas disponibles tant que le micrologiciel n’est pas mis a jour. 
Mise a jour du micrologiciel 

1 Telechargez la derniere version de LFP Remote Panel 2 sur le site Web d’Epson 
(http://www.epson.com) et installez-la sur votre ordinateur. 

2 Demarrez LFP Remote Panel 2 et selectionnez Firmware Updater. 

Aktualisierung der Firmware 

Aktualisieren Sie die Firmware, sobald die Installation abgeschlossen ist. Manche derim 
Benutzerhandbuch erlauterten Funktionen sind vor der Aktualisierung der Firmware nicht verfugbar. 
So aktualisieren Sie die Firmware 

1 Laden Sie die aktuelle Version von LFP Remote Panel 2 auf der Webseite von Epson 
(http://www.epson.com) herunter und installieren Sie diese auf Ihrem Computer. 

2 Starten Sie LFP Remote Panel 2 und wahlen Sie Firmware Updater. 

Agqiornamenti al firmware 

Aqqiomare il firmware quando I'installazionee completa. Alcune delle funzioni descritte nella 
Guida utente non saranno disponibili prima del completamento deH'aggiornamento del firmware. 
Aggiornare il firmware 

1 Scaricare「ultima versione di LFP Remote Panel 2 dal sito web di Epson 
(http://www.epson.com) e installarlo sul proprio computer. 

2 Avviare LFP Remote Panel 2 e selezionare Firmware Updater. 

Actualizaciones de firmware 

Actualice el firmware cuando se hay a completado la instalacion. Algunas de las funciones 
descritas en el Manual de usuario no estaran disponibles hasta que se actualice el firmware. 
Actualizacion del firmware 

1 Descargue la ultima version de LFP Remote Panel 2 desde la pagina web de Epson (http:// 
www.epson.com) e instalela en su ordenador. 

2 Inicie LFP Remote Panel 2 y seleccione Firmware Updater. 
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Actualiza^des do Firmware 

Actualizar o firmware quando a instala^ao esta completa. Algumas das fungoes descritas 
no Guia do Utilizador apenas estarao disponiveis depois do firmware ser actualizado. 
Actualizar o Firmware 

1 Descarregar a ultima versao do LFP Remote Panel 2 a partir do website Epson 
(http://www.epson.com) e instala-la no seu computador. 

2 Iniciar o LFP Remote Panel 2 e seleccionar Firmware Updater. 

Firmware Updates 

Update de firmware a Is de installatie voltooid is. Sommige functies die beschreven staan in 
de Gebruikershandleiding zullen niet beschikbaar zijn totdat de firmware geupdatet is. 

De firmware updaten 

1 Download de laatste versie van LFP Remote Panel 2 van de Epson-website 
(http://www.epson.com) en installeer het op uw computer. 

2 Start LFP Remote Panel 2 en selecteer Firmware Updater. 

06 HOB/iem/m npouii/iBKi/i 


06hob 门只 nponiMBKy no 3aBep 山 em/no ycTaHOBKM. HeKOTopwe (jjyHKLiMn, onncaHHbie 
b PyKoeodcmee no/ib3oeame/ift, 6yflyT HeflocrynHbi flo Tex nop, noKa npo 山 MBKa He 6yfleT 
o6HOB/ieHa. 

06HOB/ieHi/ie npo 山 i/ibki/i 

13arpy3HTe noc/ieflHfoto Bepcmo yn/mi/iTbi LFP Remote Panel 2 c Be6-cawTa Epson 
(http://www.epson.com) m yciaHOBme ee Ha BameM KOMnbtOTepe. 

2 3anycTMTe yiv\nvny LFP Remote Panel 2 m Bbi6epnTe Firmware Updater. 

韌體更新 _ 

當設定完成時，請更新韌體。在朝體尙未更新之前，在進階使用説明 ( PDF ) 中所描述的部份功 
能將無法使用。 

更新韌體 

1從 Epson 網站 （ http :// www . epson . com . tw ) 下載最新版的 LFP Remote Panel 2並將其安裝 
在您的電腦中。 

2啓動 LFP Remote Panel 2並選擇、下 IrHIWare Update〆 。 
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ファームウヱアアツプデートのお願い 


本機のセットアップが終了したら、ファームウエアをアップデートしてください。アップデー 
卜をしないと、『ユーザーズガイド』 (PDF) に記載されている一部機能を使うことができません。 
<アップデート手順> 

1 エプソンのホームぺージ (http://www.epson.co.jp) で最新の LFP リモートパネル 2 をダ 
ウン□—ドしてインス I ルします。 

2 LFP リモートパネル 2 を起動して、[ファームウエアアップデータ]を実行します。 








